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withdrawals PREP 17-04-080 
Mental health counselors, marriage and family therapists, and social 
workers advisory committee 


meetings MISC 17-03-044 
Midwifery advisory committee 

meetings MISC 17-04-097 
Newborn screening 

adrenoleukodystrophy, X-linked PREP 17-01-046 


Nursing care quality assurance commission 
ARNP designations 


clinical nurse specialist EXPE 17-03-045 
substance abuse monitoring programs PROP 17-03-084 
Occupational therapy practice board 
examinations PREP 17-03-108 
occupational therapy assistants 
supervised fieldwork experience PREP 17-03-108 
supervision, standards of PREP 17-03-108 
Optometry, board of 
meetings MISC 17-01-042 
optometrists 
franchises and equipment use agreements 
withdrawals PREP 17-04-036 


Index 


Osteopathic medicine and surgery, board of 
osteopathic physician assistants 


sexual misconduct PERM 
suicide prevention training PROP 
osteopathic physicians 
sexual misconduct PERM 
suicide prevention training PROP 
Pharmacy quality assurance commission 
emergency outpatient prepackaged 
medications PERM 


hospital pharmacy associated clinics 
individual practitioner offices and multi-practitioner 


clinics EMER 
pharmacy assistants, registration of PERM 
prescription refills for continuity of care in 
emergencies PERM 
sexual misconduct standards PERM 
suicide prevention education PROP 
Podiatric medical board 
meetings MISC 
sexual misconduct PERM 
Professional standards and licensing 
applied behavior analysis professionals 
behavior analyst and assistant behavior analyst, 
licensed PROP 
PREP 
behavior technician, certified PROP 
PREP 
chiropractic X-ray technicians PROP 
chiropractors 
colleges, chiropractic PREP 


early remediation program for practice deficiency 


allegations PREP 
fees and renewal cycle PROP 
tules, clarifying, streamlining, and modernizing 
withdrawals PREP 
dental assistants 
scope of practice PERM 
dental auxiliaries, expanded function 
scope of practice PERM 
dental hygienists, licensed 
tasks under general and close 
supervision PERM 
marijuana, medical 
consultants, certification of PREP 
medical assistant-certified 
exams for certification, recognized PREP 
mental health counselors and associates, licensed 
approved educational program, 
definition PERM 
nurses and nursing 
advanced registered nurse practitioners 
clinical nurse specialist EXPE 
substance abuse monitoring programs PROP 
occupational therapy 
examinations PREP 
occupational therapy assistants 
supervised fieldwork experience PREP 
supervision, standards of PREP 
opticians, dispensing 
personal supervision, definition of PREP 
optometrists 
franchises and equipment use agreements 
withdrawals PREP 
osteopathic medicine and surgery 
osteopathic physician assistants 
sexual misconduct PERM 
suicide prevention training PROP 
osteopathic physicians 
sexual misconduct PERM 
suicide prevention training PROP 
pharmacists and pharmacies 
emergency outpatient prepackaged 
medications PERM 


hospital pharmacy associated clinics 
individual practitioner offices and multi-practitioner 


clinics EMER 
pharmacy assistants, registration of PERM 
prescription refills for continuity of care in 
emergencies PERM 
sexual misconduct standards PERM 
suicide prevention education PROP 


Index 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


17-01-043 
17-05-052 


17-01-164 
17-05-014 
17-01-108 
17-01-144 
17-04-027 
17-01-146 
17-01-143 
17-05-014 


17-01-044 
17-01-163 


17-01-141 
17-02-007 
17-01-141 
17-02-007 
17-05-044 
17-02-045 


17-02-045 
17-05-044 


17-05-008 
17-05-056 
17-05-056 


17-01-045 
17-02-006 
17-01-047 


17-02-005 


17-03-045 


17-03-084 


17-03-108 


17-03-108 
17-03-108 


17-05-015 
17-04-036 
17-01-043 
17-05-052 
17-01-164 
17-05-053 
17-01-108 
17-01-144 
17-04-027 
17-01-146 


17-01-143 
17-05-014 


physician assistants, allopathic 
standards of practice issues program 
withdrawals 
physicians, allopathic 
standards of practice issues program 
withdrawals 
podiatric physicians and surgeons 
sexual misconduct 
prescriptions 
donated prescription drugs and supplies program 
withdrawals 
veterinarians 
continuing education 
withdrawals 
Radiation 
licensing, transportation, and use of radioactive materials 
various changes PERM 
protection 
fees for facilities 
uranium or thorium milling 
waste 
site use permit 
Records and information, health care 
acquisition, security, retention, disclosure, and 
destruction 
Sewer systems 
public sewage, repealing chapter 
Shellfish, sanitary control of 
fees 
geoduck paralytic shellfish poisoning 
testing 
Veterinary board of governors 
continuing education 
withdrawals 
meetings 
Vision screening, standards for school 
districts 
Water recreation 
recreation and recreational water contact 
facilities 
Water systems 
group A public water supplies 
microbial contamination, protection 
against 
various additional changes 
Women, infants, and children (WIC) nutrition 
program 


PREP 


PREP 
PERM 


PREP 


PROP 


PERM 
PERM 


PERM 


PROP 
PERM 


PROP 
PROP 
MISC 
PERM 


PREP 


PERM 
PERM 


PROP 


HEALTH, STATE BOARD OF 
(See HEALTH, DEPARTMENT OF) 


HEALTH BENEFIT EXCHANGE, WASHINGTON 


Meetings MISC 
HEALTH CARE AUTHORITY 
Agenda MISC 
Bleeding disorder collaborative for care 
meetings MISC 


17-04-080 


17-04-080 
17-01-163 


17-03-082 


17-05-079 


17-01-034 


17-01-084 


17-01-034 


17-01-034 


17-01-140 


17-02-014 


17-03-111 


17-05-079 


17-01-041 


17-03-009 


17-01-048 


17-01-062 
17-01-062 


17-01-112 


17-01-075 


17-03-120 
17-01-036 


Drug utilization review board (see "Pharmacy and therapeutics committee" 


below) 
Health technology clinical committee 
final coverage decisions 


fecal microbiota transplantation MISC 
negative pressure wound therapy, home 
use MISC 
Medicaid agency, state, authority as 
replacing "department" with "agency" PERM 
Pharmacy and therapeutics committee 
drug utilization review board 
meetings MISC 
State plan amendments 
medicaid 
home care agency rates MISC 
medicare hospital surveys and 
inspections MISC 
pediatric dentistry center at University of 
Washington MISC 
school-based health care, charter and tribal 
schools MISC 
Washington apple health (WAH) 
achieving a better life experience (ABLE) 
accounts PREP 
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17-05-013 
17-05-013 
17-04-039 


17-02-009 


17-02-087 
17-04-104 
17-04-007 
17-04-034 


17-03-075 


Subject/Agency Index 
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administration of medical programs 
payments, conditions of 


medicare deductible and coinsurance PROP 17-03-113 
dental-related services PREP 17-04-099 
foster care program EMER 17-01-037 
gender dysphoria treatment program PREP 17-05-084 
hearings, administrative 

medical services programs PERM 17-05-066 
hospital services, alternatives to 

hospice PERM 17-03-073 
incarcerated or committed to state hospital 

suspension of medical assistance PREP 17-04-032 
income 

child’s income, how counted for MAGI-based 

programs PERM 17-02-001 

institutional medical 

alternate living PERM 17-03-116 

client not in own home PERM 17-03-116 
managed care 

apple health foster care program EMER 17-01-037 

fully integrated managed care (FIMC) PROP 17-04-054 
noncitizens, medical assistance programs 

for PERM 17-03-116 
orthodontic services PREP 17-04-099 
physician-related services 

agency references and cross-references, 

correcting PERM 17-04-039 

definitions PROP 17-05-092 

experimental and investigational 

services PROP 17-05-092 

gender dysphoria treatment program PREP 17-05-084 
premium payment program PERM 17-03-014 
prescription drugs, outpatient PROP 17-02-083 
supplemental security income (SSI)-related medical 

various changes PERM 17-03-116 
TAKE CHARGE medicaid program PERM 17-01-013 

EMER 17-01-049 


trusts, annuities, and life estates, effect on medical programs 
D4A special needs trust, creating 


generally EMER 17-05-055 
PREP 17-05-062 
withdrawals PROP 17-03-098 


HEALTH DISPARITIES, GOVERNOR’S INTERAGENCY 
COUNCIL ON 
(See HEALTH, DEPARTMENT OF) 


HEALTH TECHNOLOGY CLINICAL COMMITTEE 
(See HEALTH CARE AUTHORITY) 


HIGHLINE COLLEGE 


Meetings MISC 17-03-027 
HISTORIC PRESERVATION, ADVISORY COUNCIL ON 
(See ARCHAEOLOGY AND HISTORIC PRESERVATION, 


DEPARTMENT OF) 


HISTORICAL SOCIETY, WASHINGTON STATE 
Meetings 


collections committee MISC 17-01-105 
finance committee MISC 17-01-105 
governance committee MISC 17-01-105 
HIV STATEWIDE PLANNING GROUP 
(See HEALTH, DEPARTMENT OF) 
HOP COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 
HORSE RACING COMMISSION 
Claiming 
cancellation of claims 
catastrophic injury to horse during race PROP 17-02-067 
PERM 17-05-058 
Entries, starts, nominations, and scratches 
technical corrections PERM 17-03-093 
Equine medication program 
anti-ulcer medications PROP 17-04-067 
drugs, medications, and foreign substances, list of 
classes and penalty classes PROP 17-04-066 
hair samples PERM 17-03-095 
NSAID’s, permitted threshold levels PREP 17-05-075 
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out of competition testing PREP 
prohibited practices PREP 
reports by veterinarians 
withdrawals PREP 
samples, split, storage and shipment of PROP 
PERM 
threshold levels PROP 
PREP 
veterinarian practices PREP 
Equipment 
safety equipment requirements PERM 
Licenses and licensees 
industrial insurance 
grooms, premiums for 
withdrawals PREP 
Mutuels 
pick (n) pools PERM 
123racing pick (n) wager pools 
withdrawals PREP 
Ownerships, trainers, and employees 
trainers 
medication administration, maintaining log 
of PROP 
withdrawals PROP 
protective wraps and boots, removal in 
paddock PROP 
PERM 
Penalties 
multiple medication violations PROP 
HUMAN RIGHTS COMMISSION 
Meetings MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
INDEPENDENT LIVING COUNCIL, STATE (SILC) 
Meetings MISC 


INDUSTRIAL INSURANCE 
(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


INDUSTRIAL INSURANCE APPEALS, BOARD OF 
Rules coordinator MISC 


COMMITTEE 
(See LABOR AND INDUSTRIES, DEPARTMENT OF) 


INSURANCE COMMISSIONER 


Agenda MISC 
Health carriers and health plans 
health benefit exchange plans 
effective date when special enrollment rights 
used PERM 
prescriptions 
drug benefit disclosures PERM 
drug substitution request process PERM 
Licensing, generally 
prelicensing insurance education 
candidate handbook, changing name of PERM 
Long-term care insurance 
policy unintentional lapse notices PERM 
Mortality tables, commissioner’s standard 
ordinary PERM 
Pharmacy benefit managers PERM 


INVASIVE SPECIES COUNCIL 
(See RECREATION AND CONSERVATION OFFICE) 


JUDICIAL CONDUCT, COMMISSION ON 


Meetings MISC 


LABOR AND INDUSTRIES, DEPARTMENT OF 


Agenda MISC 
Agricultural employment standards 

minimum wages and paid sick leave PREP 
Agriculture, safety standards for 

chemical hazard communication PERM 


17-01-032 
17-05-076 


17-02-024 
17-02-068 
17-05-057 
17-04-065 
17-05-075 
17-01-087 


17-03-092 


17-02-025 
17-03-094 
17-02-023 


17-02-069 
17-05-064 


17-02-070 
17-05-059 


17-04-064 


17-01-004 
17-01-089 
17-01-130 
17-03-046 
17-03-059 
17-03-063 
17-03-064 


17-04-077 


17-04-040 


INDUSTRIAL INSURANCE CHIROPRACTIC ADVISORY 


17-04-095 


17-01-145 
17-01-166 
17-03-087 
17-01-142 
17-03-089 


17-03-074 
17-01-139 


17-01-005 


17-04-057 
17-02-082 
17-02-066 


Index 


tules, online format consistency for PREP 
Bloodborne pathogens, occupational exposure to 

technical changes PERM 
Boiler rules, board of 

ees PREP 

Electric power generation, transmission, and distribution 

tules, online format consistency for PREP 
Electrical board 

meetings MISC 
Elevating work platforms 

self-propelled platforms PERM 
Firefighters, safety standards for 

various changes PERM 
Hazard communication, chemical 

globally harmonized system PERM 


Industrial insurance 
"loss of earning power" and "temporary partial disability" 


withdrawals PREP 
pension discount rate PROP 
PERM 
Industrial insurance chiropractic advisory committee 
meetings MISC 
Interpretive and policy statements 
nurses, mandatory overtime for, law 
restricting MISC 
Labor standards for occupations 
minimum wages and paid sick leave PREP 
Medical aid rules 
anesthesia services PREP 
PROP 
biologics, interchangeable PREP 
conversion factors for reimbursement 
rates PREP 
PROP 
"loss of earning power" and "temporary partial disability" 
withdrawals PREP 
occupational therapy PREP 
PROP 
physical therapy PREP 
PROP 
prescription drug program PREP 
therapeutic alternatives and therapeutic 
interchange PREP 
Minimum wage 
adjusted rate for 2017 MISC 
various possible changes PREP 
Occupational health standards, general 
safety data sheets PERM 
trade secrets PERM 
Powered platforms 
various changes PERM 
Prevailing wage 
corrections 
generally, due to minimum wage 
increase MISC 
publication of rate MISC 
Safety and health core rules 
chemical hazard communication PERM 
Safety and health standards, general 
flammable categories PERM 
Scaffolds 
various changes PERM 
Worker’s compensation 
classifications 
generally PREP 
landscape construction 
paver stone installation PERM 
stores, various, and related businesses PERM 
generally PREP 
LAND SURVEYORS 


(See LICENSING, DEPARTMENT OF) 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


17-02-065 
17-01-119 
17-05-087 
17-02-065 
17-02-021 
17-01-119 
17-02-066 
17-02-066 
17-02-022 
17-01-120 
17-05-096 


17-03-112 


17-01-122 
17-02-082 
17-01-121 
17-05-086 
17-04-081 


17-01-121 
17-05-086 


17-02-022 
17-01-121 
17-05-086 
17-01-121 
17-05-086 
17-04-081 
17-04-081 


17-01-136 
17-02-082 


17-02-066 
17-02-066 


17-01-119 


17-04-096 
17-04-052 


17-02-066 
17-02-066 


17-01-119 


17-03-110 


17-03-109 
17-05-095 
17-03-110 


LANDSCAPE ARCHITECTS, BOARD OF LICENSURE FOR 


(See LICENSING, DEPARTMENT OF) 


LAW ENFORCEMENT OFFICERS’ AND FIREFIGHTERS’ PLAN 2 


RETIREMENT BOARD 


Meetings MISC 


Index 


17-01-001 
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LICENSING, DEPARTMENT OF 


Administration 
dishonored checks, license cancellation, etc., due 
to PERM 
Agenda MISC 
Architects, state board for 
meetings MISC 
Collection agency board 
meetings MISC 
Driver training schools PROP 
Drivers’ licenses 
significant decisions in adjudicative 
proceedings PROP 
Engineers and land surveyors, professional 
board of registration 
meetings MISC 
practice standards 
land surveyors PERM 
professional conduct and practice rules PERM 
Funeral and cemetery board 
meetings MISC 
Geologists licensing board 
meetings MISC 


17-02-060 
17-03-023 


17-05-067 
17-05-067 
17-01-019 
17-04-028 


17-05-067 


17-01-137 
17-01-137 


17-05-067 
17-05-067 


Land surveyors (see "Engineers and land surveyors, professional" 


above) 
Landscape architects 
board of licensure for 


meetings MISC 
stamp design, required, replacing with 
new PERM 
Real estate 
meetings 
real estate appraiser commission MISC 
LIEUTENANT GOVERNOR 
Public records officer MISC 
LIQUOR AND CANNABIS BOARD 
Agenda MISC 
Beer brewers, distributors, importers, etc. 
various possible changes PREP 


17-05-067 
17-01-169 


17-04-056 


17-04-015 


17-01-133 
17-05-038 


Licensing and licensees, including retail, permits, and endorsements 


beer and/or wine specialty shop license 


wine retailer reseller endorsement PROP 
grocery store license 

wine retailer reseller endorsement PROP 
permits and special permits 

accommodation sale permit PROP 

brewery permit, class 20 PROP 

distillery permit, class 19 PROP 

fees for special permits PROP 

winery permit, class 18 PROP 


special occasion license, for nonprofit organizations 
wine, original, unopened containers, on-premises 


consumption PROP 
wine, winery’s own production, sales for later 
consumption PROP 
Marijuana licenses and requirements 
packaging and labeling of marijuana 
products PREP 
pesticide residue action levels EMER 
research license PERM 
Meetings MISC 
Spirits and distilleries 
distilleries 
various possible changes PREP 
Wineries and distributors, domestic 
various possible changes PREP 
LOWER COLUMBIA COLLEGE 
Meetings MISC 


17-04-037 
17-04-037 
17-04-037 
17-04-037 
17-04-037 
17-04-037 
17-04-037 
17-04-037 
17-04-037 
17-03-072 
17-02-039 
17-04-038 
17-01-003 
17-05-038 


17-05-038 


17-05-011 


MATERIALS MANAGEMENT AND FINANCING AUTHORITY 


Meetings MISC 


MEDICAL QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


17-03-107 


MENTAL HEALTH COUNSELORS, MARRIAGE AND FAMILY 
THERAPISTS, AND SOCIAL WORKERS ADVISORY 


COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


MIDWIFERY ADVISORY COMMITTEE 
(See HEALTH, DEPARTMENT OF) 


MILITARY DEPARTMENT 
Agenda 
Emergency response commission 
meetings 
Enhanced 911 advisory committee 
meetings 


MISC 17-04-045 


MISC 17-01-082 


MISC 17-01-052 
MINT COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


NATIONAL AND COMMUNITY SERVICE, COMMISSION FOR 
(See FINANCIAL MANAGEMENT, OFFICE OF) 


NATURAL RESOURCES, DEPARTMENT OF 


Agenda MISC 17-04-035 
NOXIOUS WEED CONTROL BOARD 


(See AGRICULTURE, DEPARTMENT OF) 


NURSING CARE QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


OCCUPATIONAL THERAPY PRACTICE BOARD 
(See HEALTH, DEPARTMENT OF) 


OILSEEDS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 
OLYMPIC COLLEGE 
Meetings MISC 17-05-018 
Official college seal EXPE 17-04-058 
OLYMPIC REGION CLEAN AIR AGENCY 
Asbestos PERM 17-01-071 
Meetings MISC 17-05-041 


OPIOID PRESCRIBING GUIDELINE IMPLEMENTATION 
WORKGROUP 
(See BREE COLLABORATIVE) 


OPIOID USE DISORDER WORKGROUP 
(See BREE COLLABORATIVE) 


OPTOMETRY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


OSTEOPATHIC MEDICINE AND SURGERY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PARKS AND RECREATION COMMISSION 


Agenda MISC 17-04-026 
McDonald property and Saint Edward seminary 
lease MISC 17-02-053 
Meetings MISC 17-02-053 
MISC 17-05-050 
Ocean beaches PREP 17-04-004 
Public use of state park areas 
aircraft PREP 17-04-004 
fees PREP 17-04-004 
fires PREP 17-04-004 
peace and quiet PREP 17-04-004 
PESTICIDE REGISTRATION, COMMISSION ON 
Meetings MISC 17-01-115 
PHARMACY AND THERAPEUTICS COMMITTEE 
(See HEALTH CARE AUTHORITY) 
PHARMACY QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 
PIERCE COLLEGE 
Meetings MISC 17-03-091 
PILOTAGE COMMISSIONERS, BOARD OF 
Agenda MISC 17-02-085 
Meetings MISC 17-04-030 
Pilotage rules 
various possible changes PREP 17-02-080 
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PODIATRIC MEDICAL BOARD 
(See HEALTH, DEPARTMENT OF) 


POTATO COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


PROFESSIONAL EDUCATOR STANDARDS BOARD 
(See EDUCATOR STANDARDS BOARD, PROFESSIONAL) 


PROFESSIONAL ENGINEERS AND LAND SURVEYORS, BOARD 
OF REGISTRATION FOR 
(See LICENSING, DEPARTMENT OF) 


PUBLIC DEFENSE, OFFICE OF 


Meetings MISC 17-03-078 
PUBLIC DISCLOSURE COMMISSION 
Contributions, campaign, disclosure of 
joint campaign expenses, transfer and payment 
of PERM 17-01-161 
surplus funds account expenditures PERM 17-01-160 
Definitions and use of terms 
day, business day, working days, and calendar 
days PERM 17-03-028 
Enforcement 
citizen action notice procedures and 
investigation PERM 17-03-004 
hearings 
procedures PERM 17-03-004 
violations 
penalty authority and schedules PERM 17-03-004 
Meetings MISC 17-01-061 
Reports, campaign and lobbying disclosure, filing of 
mailed reports, timely filing presumption 
for PERM 17-01-159 
Rules coordinator MISC 17-01-126 
MISC 17-03-047 
PUBLIC INSTRUCTION, SUPERINTENDENT OF 
Dropout reengagement programs PERM 17-01-125 
Finance 
general apportionment 
alternative learning experiences PREP 17-03-103 
certificated instructional staff 
definitions PERM 17-03-025 
vocational indirect cost limit carryover recovery 
career and technical education 
programs PERM 17-01-020 
Transitional bilingual program PROP 17-02-081 
withdrawals PROP 17-01-128 
PUBLIC RECORDS OFFICERS 
(See Issue 17-01 for complete list designated as of 12/21/16) 
Cranberry commission MISC 17-02-046 
Edmonds Community College MISC 17-01-058 
Lieutenant governor MISC 17-04-015 
Pulse crops commission MISC 17-04-029 
Revenue, department of MISC 17-04-014 
Shoreline Community College MISC 17-04-001 
Social and health services, department of MISC 17-02-019 
Spokane regional clean air agency MISC 17-05-107 
Volunteer firefighters and reserve officers, board 
for MISC 17-05-046 
PUBLIC WORKS BOARD 
(See COMMERCE, DEPARTMENT OF) 
PUGET SOUND CLEAN AIR AGENCY 
Air contaminant emissions 
lead (Pb) emissions reporting PERM 17-01-099 
toxic contaminants, evaluating impact of 
air dispersion screening models PERM 17-01-098 
Meetings MISC 17-04-073 
Public records PERM 17-01-100 
PUGET SOUND PARTNERSHIP 
Meetings 
ecosystem coordination board MISC 17-02-030 
leadership council MISC 17-02-030 
science panel MISC 17-02-030 
Index 


PUGET SOUND SALMON COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


PULSE CROPS COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REAL ESTATE APPRAISER COMMISSION 
(See LICENSING, DEPARTMENT OF) 


RECORDS 
(See STATE RECORDS COMMITTEE) 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


RECREATION AND CONSERVATION FUNDING BOARD 


(See RECREATION AND CONSERVATION OFFICE) 


RECREATION AND CONSERVATION OFFICE 
Habitat and recreation lands coordinating group 


meetings MISC 
Invasive species council 
meetings MISC 
Recreation and conservation funding board 
agenda MISC 
grant programs 
consolidating grant program chapters PREP 
requirements PREP 
meetings MISC 
Salmon recovery funding board 
agenda MISC 
meetings MISC 


RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


RENTON TECHNICAL COLLEGE 
Meetings MISC 
MISC 
MISC 


RETIREMENT SYSTEMS, DEPARTMENT OF 
Agenda MISC 
Early retirement factors and post-retirement employment 

optional subsidized factors, plans 2 and 3 


members PROP 
PERM 
Law enforcement officers’ and firefighters’ (LEOFF) plan 
annuity, purchase of, plan 1 PROP 
survivor options, flexible, plan 1 PERM 
Public records 
withdrawals PREP 
Retirement or termination bonuses or payments 
withdrawals PREP 


School employees’ retirement system (SERS) 
substitutes hired permanently, service credit purchasing 
by PERM 
Teachers’ retirement system 
substitutes hired permanently, service credit purchasing 


by PERM 
REVENUE, DEPARTMENT OF 
Agenda MISC 
Excise tax and exemptions 
administrative reviews, informal EXPE 
airplane maintenance repair stations, 
exemptions EXPE 
amusement, recreation, and physical fitness 
services PROP 
EMER 
financial institutions 
income apportionment EMER 
hazardous substance tax PERM 
interstate sales of tangible personal property 
trade conventions EXPE 
municipal corporations, sales to and by 
enterprise activities PROP 
various taxes PROP 
nexus standards EXPE 


personal property, tangible 
interstate sales 


nexus standards EXPE 
petroleum product tax PERM 
preferences, tax 
annual reports and surveys EXPE 
Index 


17-02-064 
17-02-055 
17-02-058 
17-02-075 
17-02-075 
17-02-056 


17-02-058 
17-02-057 


17-02-028 
17-03-011 
17-03-097 


17-03-060 


17-01-030 


17-04-050 


17-04-044 
17-02-033 


17-01-078 
17-01-078 


17-02-032 


17-02-032 


17-04-048 
17-03-055 
17-05-063 


17-03-083 
17-04-006 


17-01-107 
17-01-155 


17-05-094 
17-03-083 


17-03-083 
17-05-094 


17-05-094 
17-01-155 


17-05-061 
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public disclosure of new preferences 


waivers PROP 
real estate excise tax PERM 
state of Washington, sales to and by 
enterprise activities PROP 
various taxes PROP 
timber PERM 
Forest land and timber 
forest land values PERM 
timber excise tax 
stumpage value and harvest adjustment 
tables PERM 
Interpretive statements (including excise tax advisories) 
economic nexus minimum thresholds MISC 


Open space taxation 
agricultural land 
valuation, including interest rate and property tax 
component PERM 
inflation, rate of 
deferred special benefit assessments, calculating interest 
land no longer classified PERM 
Property tax 
exemptions 
nonprofit organizations 
residences for low-income 


households PREP 
refunds 
rate of interest on PERM 
Public records officer MISC 


ROBERT BREE COLLABORATIVE 


(See BREE COLLABORATIVE) 


RULES COORDINATORS 
(See Issue 17-01 for complete list designated as of 12/21/16) 


Edmonds Community College MISC 
Industrial insurance appeals, board of MISC 
Public disclosure commission MISC 
MISC 
Shoreline Community College MISC 
Spokane, Community Colleges of MISC 
Volunteer firefighters and reserve officers, board 
for MISC 


SALMON RECOVERY FUNDING BOARD 


(See RECREATION AND CONSERVATION OFFICE) 


SEED POTATO COMMISSION 


(See AGRICULTURE, DEPARTMENT OF) 


SENTENCING GUIDELINES COMMISSION 


(See FINANCIAL MANAGEMENT, OFFICE OF) 


SERVE WASHINGTON 


(See FINANCIAL MANAGEMENT, OFFICE OF) 


SHORELINE COMMUNITY COLLEGE 


Public records officer MISC 
Rules coordinator MISC 


SOCIAL AND HEALTH SERVICES, DEPARTMENT OF 


Aging and adult services 
adult family home minimum licensing requirements 


caregiver qualifications PERM 
chemical restraints PERM 
certified community residential services and supports 
background checks 
withdrawals PREP 
decodification and recodification of certain WAC 
sections MISC 
various changes 
withdrawals PREP 
contracted home and community residential care services 
medicaid payment rates, daily EMER 
PERM 


home and community services and programs 
home care agencies 
electronic timekeeping 


withdrawals PREP 
providers, overtime rules for EMER 
long-term care 
assistive technology PERM 


17-05-078 
17-04-042 


17-03-083 
17-03-083 
17-02-003 


17-02-003 


17-02-003 
17-01-102 


17-01-162 


17-01-162 


17-04-075 


17-01-162 
17-04-014 


17-01-057 
17-04-040 
17-01-126 
17-03-047 
17-04-016 
17-03-071 


17-05-047 


17-04-001 
17-04-016 


17-01-002 
17-01-002 
17-03-061 
17-03-062 
17-03-017 


17-02-016 
17-02-029 


17-03-005 
17-03-013 


17-03-127 


client rights 
withdrawals PREP 
community first choice (CFC) PERM 
community options program entry system waiver 
withdrawals PREP 
evaluation 
withdrawals PREP 
medicaid personal care program 
withdrawals PREP 
new freedom consumer directed services 
withdrawals PREP 
nursing home bed need process 
withdrawals PREP 
providers, overtime rules for EMER 
volunteer services, changing volunteer chore to 
withdrawals PREP 
nursing facility medicaid payment system 
generally 
withdrawals PREP 
Cash assistance 
diversion cash assistance 
family emergencies PROP 
emergency cash assistance 
consolidated emergency assistance program (CEAP) 
withdrawals PREP 
general assistance, removing references to 
withdrawals PREP 
income and deductions 
withdrawals PREP 
mid-certification review process 
withdrawals PREP 
need standards 
withdrawals PREP 
refugee cash assistance 
earned income limits 
withdrawals PREP 
state family assistance (SFA) 
earned income limits 
withdrawals PREP 
state supplemental payments (SSP) 
various possible changes 
withdrawals PREP 
temporary assistance for needy families (TANF) 
earned income limits 
withdrawals PREP 
travel time and work week limitations for individual 
providers EMER 
WorkFirst 
support services 
withdrawals PREP 
various possible changes 
withdrawals PREP 
working family support PROP 
EMER 
Child protective services 
eligibility for services 
withdrawals PREP 
Child support 
domestic partners, state registered, rights of 
withdrawals PREP 
Child welfare services 
adoption services and support 
withdrawals PREP 
PREP 
family reconciliation services 
withdrawals PREP 
Developmental disabilities services 
assessment of client support needs 
various changes PREP 
withdrawals PREP 
early and periodic screening diagnosis and treatment 
withdrawals PREP 
home and community based services waivers 
community access services PREP 
ICF/MR program and reimbursement system 
withdrawals PREP 
individual and family services program 
withdrawals PREP 
PREP 
state supplementary payment program EMER 
PREP 


Subject/Agency Index 
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17-03-020 
17-03-127 


17-03-022 
17-03-020 
17-03-001 
17-03-021 


17-03-008 
17-03-013 


17-03-019 


17-03-016 


17-03-050 


17-01-095 
17-01-095 
17-01-095 
17-01-077 


17-01-095 


17-01-095 


17-01-095 


17-01-067 


17-01-095 
17-03-013 


17-01-070 
17-01-076 


17-03-051 
17-03-081 


17-02-035 
17-01-069 
17-01-068 
17-02-034 
17-02-036 
17-04-031 
17-03-036 
17-03-057 
17-04-083 
17-03-038 
17-03-037 
17-03-039 


17-01-168 
17-03-066 


withdrawals 


voluntary placement program 
withdrawals 
Domestic violence 


domestic violence perpetrator treatment program standards 


domestic violence prevention account 

withdrawals 
Food assistance 
basic food 

change of circumstance 
withdrawals 

heat and eat program 

income and deductions 
earned income of a child 


medical expenses 
withdrawals 
shelter costs, utility costs, and income 
limits 
mid-certification review process 
withdrawals 
Native American benefits and payments 
withdrawals 
overpayments 
Washington combined application program 
(WASHCAP) 


withdrawals 
work requirements and time limits 
able-bodied adults without dependents 
(ABAWD) 
generally 
withdrawals 
quitting job or reducing work effort 
withdrawals 
food assistance program (FAP) for legal 
immigrants 


overpayments 
transitional food assistance (TFA) 


Interpreters 
sign language, for legal proceedings 
withdrawals 
Interpretive and policy statements 
aging and long-term support administration 
home and community services, division 
of 
developmental disabilities 
administration 


economic services administration 
child support, division of 


Public records officer 
Vocational rehabilitation 
disabilities, persons with, services for 
WorkFirst 
support services 
withdrawals 


SOUTHWEST CLEAN AIR AGENCY 
Air pollution sources 
asbestos standards 
gasoline vapors, sources emitting 
general regulations 
fees for administrative and permitting 
activities 
outdoor burning 
oxygenated fuels 
SEPA procedures 
VOC area source rules 
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PREP 
PREP 


PREP 


PREP 


PREP 
PROP 


PROP 
PERM 


PREP 
PREP 
PREP 


PREP 
PREP 


PROP 
PREP 
PERM 
PREP 
PREP 
PREP 


PREP 


PREP 
PREP 
PREP 


PROP 
PERM 
PROP 
PREP 
PREP 
PROP 
PERM 


PREP 


MISC 


MISC 
MISC 


MISC 
MISC 
MISC 
MISC 
MISC 


PREP 


PREP 


PROP 
PROP 


PROP 
PROP 
PROP 
PROP 
PROP 


17-03-026 
17-03-049 


17-03-029 


17-02-037 


17-01-079 
17-05-077 


17-01-072 
17-05-006 


17-01-090 
17-04-018 
17-01-077 


17-01-091 
17-05-102 


17-01-072 
17-04-018 
17-05-006 
17-05-101 
17-05-102 
17-01-091 


17-01-038 


17-01-094 
17-01-038 
17-01-094 


17-01-072 
17-05-006 
17-05-077 
17-05-102 
17-05-102 
17-01-072 
17-05-006 


17-02-049 


17-05-054 


17-03-124 
17-05-054 


17-02-042 
17-04-098 
17-05-003 
17-05-005 
17-02-019 


17-01-132 


17-01-070 


17-04-108 
17-04-109 


17-04-106 
17-04-107 
17-04-110 
17-04-112 
17-04-111 


Index 


SPOKANE, COMMUNITY COLLEGES OF 
Rules coordinator 
Student conduct standards 
misconduct complaints and student conduct 
board 
sexually violent conduct 
various changes 


SPOKANE REGIONAL CLEAN AIR AGENCY 


Public records officer 


STATE BOARD OF EDUCATION 
(See EDUCATION, STATE BOARD OF) 


STATE BOARD OF HEALTH 
(See HEALTH, DEPARTMENT OF) 


STATE CAPITOL COMMITTEE 


MISC 


EMER 
EMER 
PREP 


MISC 


(See ENTERPRISE SERVICES, DEPARTMENT OF) 


STATE INDEPENDENT LIVING COUNCIL (SILC) 
(See INDEPENDENT LIVING COUNCIL, STATE (SILC)) 


STATE RECORDS COMMITTEE 
Meetings 


STATUTE LAW COMMITTEE 
(See CODE REVISER’S OFFICE) 


STUDENT ACHIEVEMENT COUNCIL 
Degree-granting schools, rules for 
consumer protection 
various additional changes 
Residency status for higher education 
various changes 


MISC 


PROP 
PROP 


PROP 
PERM 


SUPERINTENDENT OF PUBLIC INSTRUCTION 
(See PUBLIC INSTRUCTION, SUPERINTENDENT OF) 


SUPREME COURT 
Appeal, rules on 
appellate procedure, rules of 
indigency 


General application, rules of 
admission and practice rules 
various changes 
general rules 
bar association 
various changes 


supreme court, regulatory authority and objectives 


of 
lawyer conduct, rules for enforcement of 
various changes 
Limited jurisdiction, courts of 
criminal rules 
release of accused 
infraction rules 
local rule options 
decisions on written statements 
mitigation hearings, telephonic or video 
conference 
Superior court, rules for 
civil rules 
class actions 
criminal rules 
release of accused 


TACOMA COMMUNITY COLLEGE 
Meetings 


TRANSPORTATION, DEPARTMENT OF 
Rail fixed guideway systems safety oversight 
tules 


Index 


MISC 
MISC 
MISC 
MISC 
MISC 
MISC 
MISC 


MISC 


MISC 
MISC 
MISC 


MISC 


MISC 
MISC 


MISC 
MISC 


MISC 
MISC 


PREP 
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17-03-071 


17-04-020 
17-04-020 
17-03-106 


17-05-107 


17-01-033 


17-05-051 
17-05-051 


17-01-129 
17-05-060 


17-01-022 
17-01-028 
17-03-031 
17-03-032 
17-03-033 
17-03-034 
17-03-035 


17-01-026 


17-01-024 
17-01-024 


17-01-023 


17-05-109 


17-01-025 


17-01-025 


17-01-027 


17-05-108 


17-01-104 
17-03-048 


17-03-121 
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Small and veteran owned businesses 


enforceable goals program PREP 17-04-100 
Traffic control devices, manual on uniform 
stop bar placement PROP 17-03-122 


Vehicle size and weight 


tow truck weight limit exemption PERM 17-04-023 


TREE FRUIT RESEARCH COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


TURFGRASS SEED COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


UNIFORM LAW COMMISSION 


Meetings MISC 17-04-024 
UNIVERSITY OF WASHINGTON 

Agenda MISC 17-02-086 

Policy statements and orders, etc. MISC 17-03-007 


Student conduct code 


various possible changes PREP 17-05-027 


UTILITIES AND TRANSPORTATION COMMISSION 


Agenda MISC 17-01-073 
Auto transportation companies 

various possible changes PREP 17-01-101 
Telecommunications 

restoral of service after outage PREP 17-04-085 


VETERINARY BOARD OF GOVERNORS 
(See HEALTH, DEPARTMENT OF) 


VOLUNTEER FIREFIGHTERS AND RESERVE OFFICERS, 
BOARD FOR 
Meetings 
Public records officer 
Rules coordinator 


MISC 17-03-096 
MISC 17-05-046 
MISC 17-05-047 


WALLA WALLA COMMUNITY COLLEGE 


Meetings MISC 17-01-008 


WASHINGTON, UNIVERSITY OF 
(See UNIVERSITY OF WASHINGTON) 


WASHINGTON STATE HISTORICAL SOCIETY 
(See HISTORICAL SOCIETY, WASHINGTON STATE) 


WASHINGTON STATE UNIVERSITY 


Agenda MISC 17-01-153 
Global animal health-Tanzania 

meetings MISC 17-01-151 
Global operations and leadership development 

meetings MISC 17-01-150 
Health and safety regulations 

spectator events, safety rules for PREP 17-02-012 


Practice and procedure 
adjudicative proceedings 

Student conduct standards 
adjudications, full and brief 
student conduct hearings and appeals 
various changes 

WSU international development 


EMER 17-03-105 


EMER 17-03-105 
PREP 17-05-012 
PREP 17-05-012 


meetings MISC 17-01-152 
WENATCHEE VALLEY COLLEGE 
Discrimination 
grievance procedures PREP 17-04-043 
Meetings MISC 17-01-103 


WESTERN WASHINGTON UNIVERSITY 


Meetings MISC 17-05-074 
Services and activities fees committee 
meetings MISC 17-05-023 


Student rights and responsibilities code 
alcohol and drug intoxication and medical 
issues PROP 17-01-127 
EMER 17-01-135 
PERM 17-05-100 
EMER 17-05-104 
PROP 17-01-127 
EMER 17-01-135 
PERM 17-05-100 


emergency rules, rescinding 
renaming as student conduct code 


emergency rules, rescinding 
sexual misconduct 


emergency rules, rescinding 
various changes 


emergency rules, rescinding 


WHATCOM COMMUNITY COLLEGE 
Meetings 


WINE COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


WSU INTERNATIONAL DEVELOPMENT 
(See WASHINGTON STATE UNIVERSITY) 


EMER 
PROP 
EMER 
PERM 
EMER 
PROP 
EMER 
PERM 
EMER 


MISC 
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17-05-104 
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17-05-100 
17-05-104 
17-01-127 
17-01-135 
17-05-100 
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